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Pic 1 - CPU usage without Gesture Processor library 
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Pic 2 - Memory usage without Gesture Processor library 




3 - Memory usage with Gesture Processor library. Highest load I could achieve: was constantly 
producing gestures. 47 Kb of samples were generated during 60 seconds. 
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Pic 4 - Memory usage with Gesture Processor library. Average/low load. Around 1-2 Kb of sampl 

were generated in 60 seconds. 
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Pic 5 - CPU usage. While in passive state, usage is 0%. When constantly producing gestures with 
maximal possible speed, CPU usage spikes to 1-3%. You can see the spike on the diagram. 



Summary: CPU normal usage is 0-1%, 2-3% during extreme load. Memory usage is 500 Kb in 
passive state and 1 MB during highest load. 



